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ABSTRACT 


The  broad  background  of  scattered  light  observed  in  spectra 
of  cell  suspensions  is  reduced  by  factors  of  up  to  twenty  by 
immersion  refractometry  allowing  for  improved  spectroscopic 
determination  of  the  absorption  properties  of  cells  in  the  325  to 
820  nm  range.  Refractive-index  matched  spectra  of  E.coli  Cla 
exhibit  a  set  of  resonant  features  near  422,  561,  and  582  nm. 
Exposure  wavelengths  are  chosen  based  on  this  spectrum  and  cell 
viability  is  investigated  in  E.coli  suspensions  exposed  to  350, 
400,  422,  440,  and  700  nm  radiation  delivered  in  nanosecond 
pulses  with  total  doses  from  500  milli joules  to  60  Joules.  We 
observe  a  loss  in  cell  viability  for  doses  greater  than  1  Joule 
at  422  nm  and  for  all  doses  at  other  wavelengths;  exposures  of 
less  than  1  Joule  at  422  nm  enhance  growth.  Excluding  exposures 
at  wavelengths  within  the  resonant  feature,  longer  wavelengths 
are  less  effective  at  reducing  the  viability  of  E.coli  Cla.  This 
indicates  the  occurrence  of  at  least  two  absorption  processes. 


INTRODUCTION 

Recent  advances  in  laser  technology  have  resulted  in  broadly 


tunable 

radiation  sources 

in  the 

ultraviolet,  visible. 

and 

infrared 

wavelength 

ranges 

with 

pulsed  or 

continuous 

wave 

operation 

(1,2)  . 

These 

sources 

provide  a 

wide  range 

of 

wavelengths  and  pulse  lengths  for  investigating  laser  induced 
effects  in  biological  systems.  The  choice  of  wavelength  is  often 
strongly  influenced  by  the  absorption  characteristics  of  cells, 
tissues,  or  their  components,  which  in  principle  can  be  measured 


2 


In  many 


cases , 


.  ,  spectroscopic  techniques  (3). 

with  standar  P  dominated  by 

however,  the  spectroscopic  measurements 

scattered  light,  obscuring  the  absorptron 


■Fo-r  the  absorption  of  light 
i  forms  the  mechanisms  f 

"  « »  — *>  “  *"■ 

in  some  cases,  resul  lasers  have  been 

the  past,  most  agnations  °f  ^ 

attributed  to  photothermal  ^  _  currentiy 

broadly  tunable  and  pulsed 

th  the  aim  of  developing  more  selects 

under  investigation  «  nossibly  photochemical 

„  .  on  photothermal  or  possibly 

effects  based  on  P  .  effects  of  laser 

.  systematic  investigation  of  the 
mechanisms.  A  y  .  based  on  knowledge  of 

light  on  a  given  biological  system  -  ^  ^  __ 

the  absorption  ^ised,  however,  that  while 

wavelength  range.  .  tor  depositing 

, vsis  identifies  mechanisms 

spectroscopic  an  y  necessarily  the  case 

•  4-^  *  biological  system,  it  is 

result  in  biomedical  effects, 
that  these  mechanisms  will  result 


.  .  e  ^  x  rays,  which  generally  induce  major  damage  in 

^  t  e  UV  wavelengths  can  be  quite  selective  in 

molecular  structur  ,  has  become 

„ith  biological  molecules. 

hheir  interactions  with  b  J  as  the  demarcation 

common  practice  to  view  (4) . 

— — i:::::  r : ~ — -  — - 

The  far-uv  is  character  significant, 

aolds  centered  near  nm  and  a  weaher,  but  ^ 

absorption  by  proteins  centered  near 
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the  viability  of  E.coli  irradiated  with  near-UV  to  visible  (<550 
nm)  radiation  suggest  additional  absorption  bands  in  this 
wavelength  range  (8) . 

In  this  study  we  develop  a  protocol  for  investigating  the 
effect  of  laser  light  on  the  viability  of  cells.  To  reduce  light 
scattering  in  absorption  measurements  we  implement  the  technique 
of  immersion  ref ractometry  which  is  based  on  matching  the 
refractive  index  of  the  suspending  solution  to  that  of  the  cell 
membrane  (9) .  Guided  by  the  absorption  spectra  we  select  a  set 
of  wavelengths  for  laser  irradiation.  Cells  suspended  in  Luria 
broth  are  exposed  to  increasing  doses  of  nanosecond  pulses  of 
near  ultraviolet  and  visible  laser  light.  The  subsequent 
viability  of  the  cells  is  monitored  by  two  techniques,  plate 
counting  and  absorption  measurements  of  cell  cultures.  We  have 
chosen  E.coli  as  the  initial  system  for  investigation. 


MATERIALS  AND  METHODS 

Spectroscopy 

Measurements  of  the  optical  properties  of  cell  suspensions 
are  typically  obscured  by  a  dominant  background  of  scattered 
light.  Biological  applications  of  immersion  refractometry  reduce 
light  scattering  by  suspending  the  cells  in  a  protein  solution 
that  matches  the  refractive  index  of  the  cell  membrane  (9)  .  By 
varying  the  protein  content  of  the  suspending  solution,  one  can 
minimize  the  scatter  and  thus  optimize  the  determination  of  the 
absorption  spectra.  Bovine  serum  albumin  (BSA)  was  purchased 
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from  Sigma  Chemical  Company  and  initially  prepared  as  a  stock 
solution  of  45%  weight/volume  in  distilled  water.  The  solution 
was  manually  stirred  and  then  clarified  by  centrifuging  at  lOOOg 
for  30  minutes  and  had  a  refractive  index  of  greater  than  1.42. 
Refractive  indices  were  measured  with  a  Bausch  &  Lomb  Abbe-3 L 
ref ractometer . 

E.coli  Cla  to  be  used  in  the  immersion  refractometry 
measurements  were  grown  overnight  in  Luria  broth  and  centrifuged 
for  five  minutes  at  10,000g.  The  pellets  of  wet  packed  cells 
(wpc)  were  resuspended  to  a  concentration  of  100  mg-wpc/ml.  The 
cell  suspension  was  diluted  1:9  with  BSA  solution  yielding  a 
concentration  of  10A8  cells/ml.  Absorbance  was  measured  with  a 
Milton  Roy  Spectronic  601  spectrophotometer. 

Spectra  of  optimally  index-matched  cells  were  taken  with  a 
Hewlett  Packard  8452  multidiode  array  spectrometer  with  2  nm 
resolution.  Some  of  the  spectra  reveal  artif actual  lines  due  to 
the  deuterium  source  (10);  these  lines  lie  near,  with  decreasing 
intensity,  656,  486,  and  580  nm.  The  residual  background  of 

scattered  light  was  modeled  with  the  function: 

A  =  C_ 

X 

where  A  is  the  absorbance,  /\  is  the  wavelength  of  light,  and  C 
and  p  are  parameters  to  be  fit  with  a  linear  least  squares 
algorithm.  The  scattering  background  was  subtracted  and  the 
remaining  resonant  features  were  modeled  with  Gaussian 
lineshapes. 
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Laser  Irradiation 


Laser  light  was  produced  by  a  Quantel  57 1C  Nd:YAG  pumped 
TDL50  dye  laser  system  with  doubling  crystals.  Pulses  of  6-8  ns 
duration  at  10  Hz  repetition  rate  had  an  energy  per  pulse  of 
approximately  3  mJ/pulse  as  determined  with  an  Ophir  30  AP 
calorimeter.  Bacteria  were  kept  on  ice  prior  to  and  after 
exposure,  but  during  exposure  were  at  room  temperature  in  20 
microliter  aliquots  in  a  microcentrifuge  tube.  The  laser  beam  is 
approximately  5  mm  in  diameter  and  the  sample  was  centered  in  the 
beam. 

Bacteriology 

E.coli  Cla  was  grown  to  the  stationary  phase  in  Luria  broth 
at  37  C  and  put  on  ice  for  laser  irradiation.  After  irradiation 
the  viability  of  the  exposed  and  control  cells  was  assayed  by  two 
techniques.  In  one  technique  growth  was  monitored  by  measuring 
the  absorbance  at  600  nm  at  20  minute  intervals.  The  log  phase 
of  the  growth  curve  was  fit  with  an  exponential  function  in  the 
standard  way  (11) ,  the  ratio  of  the  concentration  of  the  exposed 
cells  relative  to  the  control  cells  was  extrapolated  to  the  time 
of  exposure  to  yield  a  relative  initial  concentration.  The 
absorbance  method  is  susceptible  to  a  laser  induced  growth  delay 
being  misinterpreted  as  laser  induced  bacteriostasis,  i.e.  a 
significant  growth  delay  will  be  interpreted  as  an  erroneously 
large  reduction  in  the  number  of  viable  cells. 

The  other  technique  determines  cell  viability  by  counting 
colonies  on  agar  plates.  Although  this  technique  is  less  precise 
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than  absorption  measurements,  it  has  the  attribute  of  being  less 
sensitive  to  variations  in  growth  delay. 


RESULTS 

Absorption  spectra  for  E.coli  in  the  325  to  820  nm  range  are 
presented  in  Figure  1.  Figure  la  refers  to  E.coli  suspended  in 
saline  and  exhibits  a  broad  shoulder  near  350  nm  and  domination 
of  the  spectrum  by  scattered  light.  Figure  lb  presents  the 
absorption  spectrum  for  E.coli  suspended  in  the  BSA  solution  that 
optimally  matches  the  refractive  index,  as  shown  in  figure  2. 
Note  that  in  comparing  figures  la  and  lb,  the  index  matching 
reduces  the  light  scattering  background  by  a  factor  of  20  at  350 
nm. 


The  results  of  the  curve  fitting  are  presented  in  figure  3. 
The  residual  light  scattering  as  shown  in  figure  lb  is  modeled  in 
figure  3a  and  a  resonant  feature  centered  near  422  nm  is  evident. 
The  p  value  for  fitting  the  spectrum  shown  in  figure  la  is  2.11, 
in  agreement  with  earlier  work  (12) .  For  the  index  matched 
solution,  the  p  value  reduces  to  1.67. 

In  light  of  these  spectroscopic  results,  we  selected  350, 
400,  422,  440,  and  700  nm  as  wavelengths  for  further  investiga¬ 
tion.  tRNA  (13),  flavins  (14,15),  cytochrome  (16),  and  NADH  (17) 
contribute  to  the  broad  absorption  near  350  nm.  In  addition, 
absorption  measurements  of  water  (18)  indicate  a  broad,  intense 
band  centered  at  terahertz  frequencies  that  also  contributes  to 
the  absorption  at  350  nm.  Absorption  measurements  of  Luria  broth 


7 


(data  not  shown)  reveal  no  resonant  features  in  this  frequency 
range.  The  intensity  pattern  of  the  422,  582  and  561  nm  features 
are  reminiscent  of  the  Soret,  ,  and  ft  bands,  respectively, 
observed  in  porphyrin  complexes  (16,19);  422  nm  was  chosen  since 
it  corresponds  to  the  dominant  resonant  feature.  400  and  440  nm 
were  chosen  to  demarcate  the  resonant  feature.  700  nm  was  chosen 
as  a  nonresonant  wavelength  in  the  red.  Figure  4  presents  the 
percentage  kill  for  E.coli  exposed  to  increasing  doses  of 
radiation  at  these  wavelengths.  Figure  5  presents  the  percentage 
kill  at  a  dose  of  approximately  4  J  as  a  function  of  wavelength. 
With  the  exception  of  exposures  to  350  nm,  there  were  no 
significant  differences  between  plate  counting  and  absorption 
measurements  for  determining  cell  viability.  Exposures  to  350  nm 
indicate  a  radiation  induced  growth  delay  (5) .  Cells  exposed  to 
422  nm  radiation  did  repeatably  indicate  a  growth  enhancement  for 
doses  of  less  than  1  joule.  There  have  been  previous  reports  of 
stimulatory  effects  (20)  . 


DISCUSSION 

As  shown  in  figures  1  and  2,  immersion  refractometry 
successfully  reduces  light  scattering  and  significantly  improves 
spectroscopic  measurements  of  the  absorption  properties  of  E.coli 
suspensions.  We  have  recently  extended  these  studies  to  other 
cell  lines  with  similar  success. 

With  regards  to  biological  effects  of  laser  irradiation  of 
E.coli,  the  cell  viability  studies  summarized  in  figures  4  and  5 
indicate  the  occurrence  of  at  least  two  absorption  processes. 
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More  specifically,  one  process  is  indicated  by  the  growth 
enhancement  due  to  low  doses  of  422  nm  radiation.  A  second 
process  is  indicated  at  larger  doses  where  increasing  dose 
corresponds  to  increasing  lethality  and,  excluding  the  422  nm 
data,  cell  viability  is  less  effectively  reduced  with  longer 
wavelength  radiation.  This  second  process  is  in  line  with 
conclusions  drawn  from  previously  observed  action  spectra  of  E. 
coli  where  nucleic  acids  have  been  assigned  as  the  principle 
chromophore  (4,5,8).  At  lower  doses  and  for  wavelengths  near  422 
nm,  however,  the  first  process  is  apparent  and  the  net  effect  on 
cell  viability  is  opposite  to  that  of  the  second  mechanism. 
Furthermore,  in  our  studies  with  the  nanosecond  pulsed  laser, 
lethality  is  achieved  at  significantly  lower  doses  than 
previously  reported  (4,5).  While  this  is  a  promising  observation 
for  future  biomedical  investigations,  the  results  discussed  above 
indicate  that  competing  processes  occur  for  irradiation  near  422 
nm  at  relatively  low  doses.  This  consideration  suggests  that 
caution  be  used  with  regards  to  biomedical  investigations  using 
wavelengths  near  the  Soret  band  of  porphyrin  complexes. 

In  conclusion,  we  have  reported  a  systematic  investigation 
of  the  wavelength  dependence  of  near  ultraviolet  and  visible 
radiation,  delivered  in  nanosecond  pulses,  on  the  growth  of 
E.coli  suspensions.  Exposure  wavelengths  were  chosen  based  on 
improved  spectroscopic  measurements  of  the  absorption  character¬ 
istics  of  cell  suspensions  where  the  technique  of  immersion 
refractometry  has  resulted  in  a  significant  reduction  in  the 
background  of  scattered  light  revealing  resonant  features  at  422, 
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582  and  561  nm.  We  observe  a  definite  wavelength  dependence  for 
the  effect  of  pulsed  laser  light  on  the  viability  of  cells  that 
can  be  reasonably  accounted  for  by  spectral  assignments  and 
suggests  at  least  two  absorption  processes.  This  experimental 
approach  should  be  of  general  utility  for  future  investigations 
of  the  effects  of  laser  light  on  cellular  systems. 
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FIGURE  LEGENDS 


Figure  1.  Absorption  spectra  of  E.coli  Cla:  a)  suspended  in 
saline  solution  exhibiting  a  shoulder  near  350  nm  and  a  broad 
scattering  background,  b)  suspended  in  the  BSA  solution  that 
optimally  matches  the  refractive  index  of  the  cell  membranes. 
Resonant  features  near  422,  582,  and  561  nm  are  revealed  due  to 

the  reduction  in  scattered  light.  Instrumental  features  occur 
near  488,  580,  and  656  nm  (see  text);  however,  the  observed 

intensity  of  the  spectral  feature  at  582  nm  cannot  be  completely 
accounted  for  as  an  instrumental  line. 


Figure  2 .  Optimization  of  refractive  index  of  suspending 
solution.  Absorption  of  cell  suspensions  measured  at  589  nm  as  a 
function  of  refractive  index  of  suspending  solution.  Refractive 
index  varies  with  BSA  concentration.  Minimum  absorption 
corresponds  to  optimally  matching  the  refractive  index  of  the 
suspending  solution  to  that  of  the  cell  membrane. 


Figure  3.  Curve  fitting  of  absorption  spectra.  Spectrum  shown 
in  figure  lb  is  fit  with  a  scattering  background  and  resonant 
feature:  a)  determination  of  power  law  of  scattering  background, 
b)  Gaussian  fit  of  resonant  feature  centered  at  422  nm. 
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Figure  4 .  Wavelength  and  dose  dependence  on  percentage  kill  of 


E.coli:  a)  exposures  to  350,  400,  422,  and  700  nm  radiation 
indicating  relative  effectiveness  at  reducing  cell  viability  as 
determined  by  absorbance  measurements  of  the  growth  kinetics  (see 
text),  b)  exposures  at  400,  422,  and  440  nm  indicating  growth 
enhancement  for  500  milli  joule  dose  of  422  nm  radiation  and 
reduction  in  cell  viability  for  larger  doses.  The  error  in 
determining  percentage  kill  is  approximately  11%. 


Figure  5 .  Percentage  kill  at  a  dose  of  approximately  4  J  as  a 
function  of  irradiation  wavelength.  The  error  in  determining 
percentage  kill  is  approximately  11%. 
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